
Lea^Locators Al^Btiquerque 



At ABQ Leak Locator, we have evolved the process and methodology of leak detection and location 
into a science and can quickly and accurately locate leaks in homes, office buildings, swimming 
pools and space, as well as under streets and sidewalks, driveways, asphalt parking lots and even 
golf courses. We also perform inspection and certification services for the insurance and 
construction industry as well as work with commercial property managers, maintenance crews, as 
well as subdivision and condominium owners associations. We also perform independent point-in- 
time pool and plumbing leak repair validation as well as leak certification testing for our cUents and 
their contractors. We Find Leaks Fast In: 

A<BCiLea^Locator does not ma^s guesses. 

The truth about pipe leak locating. All Leak locating companies are 
not created equal! Unlike other leak locating firms, ABQ Leak 
Locator never makes leak location guesses. The company's owner 
and lead engineer is on every job site to ensure unequalled 
accuracy and complete customer satisfaction. But, more 
importantly, ABQ Leak Locator deploys an engineering background 
and brings to the table leak locating precision never before realized. 
While other companies still utilize 1980's technologies; thermal 
imagery and/or relying on "listening devices" seeking the loudest 
sounds and, some might even attempt to deploy "helium", one of 
earth's most precious but rapidly depleting gases. [Helium is virtually worthless to use as leak 
locating as it dramatically expands preventing any reliable detection). But, regardless of other 
technologies, they all share one attribute; "Other leak locating company's technologies simply make 
their best "guess" as to where the actual leak really is"! In fact, 68 % of the time, these antiquated 
techniques will fail; producing false and inaccurate findings, consistently resulting in false locates 
and unnecessary digs in your building or, on your property. 



ABQ Leak Locator has successfully developed a speciahzed technique which will produce 
consistently amazing leak locating determinates. Whether it's a larger significant leak or, the most 




minuscule of drips, inside the building or deep underground outside and under cement, asphalt 
and, any scenario one might encounter, our process produces surgical accuracy and precision. ABQ 
Leak Locator has invested years of research and development and the end result is a much lower 
repair cost for the home owner and easier/faster repairs made by the home owner's plumber of 
choice. 

Services 

ABQ Leak Locator brings years of systems engineering and in-depth technical problem solving 
methodology to the table to apply toward benefiting its clients and customers. Our engineers are 
true specialists in this field and achieve a high degree of accuracy in both the detection and the 
location of subsurface leaks by using proven testing and isolation methodologies along with state of 
the art electronic leak detection equipment and trace gas location devices to quickly and efficiently 
accomplish our leak detection and location projects. We eliminate the guesswork, uncertainty, and 
costly searching for leaks by specializing "only" in the identification and location of leaks in 
plumbing and pool systems for our residential, commercial, and industrial clients. We are not 
plumbing repair contractors or pool repair contractors. We work as a specialized and highly-valued 
technical resource by providing the repair contractor that you have chosen with the necessary 
information and supporting data to allow them to accurately and precisely expose and repair. 

Lea^^Detemination 

Your water meter is actually the first place to check for leaks on your property. It keeps track of 
how much water passes through it, and the readings determine the amount that you are billed for 
water usage. Your water meter can also be a valuable tool in determining whether or not you have 
any leaks. 

Most water meters are located in the front yard or side walk, under a round, plastic or metal lid. Be 
careful when opening the lid to the meter because there may be wires attached if it's a newer meter. 
Always be on guard for dangerous insects, and/or animals which may be residing in the meter can. 

ABQ Leak Locator has successfully developed a specialized technique which will produce 
consistently amazing leak locating determinates. Whether it's a larger significant leak or, the most 
minuscule of drips, inside the building or deep underground outside and under cement, asphalt 
and, any scenario one might encounter, our process produces surgical accuracy and precision. 

Contact Vs 

5515 CATALONIA CT. NW 

ALBUQUERQUE, NM 87114 

Phone: (505) 898-2688 or (505) 803-1911 

For more information please visit 
http://www-abqleaklocator.com 



